Glazer, Lisa (DPH) 

Thursday, March 24, 2011 1:44 PM 
Rosas, Giovanni (DPH) 

RE: Diversity Training 

Ok thank-you 

Lisa Glazer 
Chemist II 

Drug Analysis Laboratory 
Jamaica Plain, MA 02130 
Phone: 1-617-983-6632 
Fax: 1-617-983-6625 


From: 

Sent: 

To: 

Subject: 


From: Rosas, Giovanni (DPH) 

Sent: Thursday, March 24, 2011 12:34 PM 
To: Glazer, Lisa (DPH) 

Subject: Diversity Training 


Hi Lisa just heard from Yvonne and unfortunately you would have to take the full course at a later date. Sorry. Once I get 
a date I will let you know. 


Thanks 


Giovanni Rosas 
Administrative Assistant 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street, Boston MA 02130 
Phone: 617-983-6689 


l 


Folk OIG PRR 007751 





